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CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


This Document contains Information affecting the Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 793 and 794, of thaU.S. Code, as 
amended. Its transmission or revelation of its contents 
to or receipt toy an unauthorized person is prohibited 
by law. The reproduction of this form Is prohibited. 
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Attached are memory sketches of Soviet supply installations at the following 
locations: Ilbgrsw&lda, Brandenburg, Magdeburg, Frankfurt /Oder, Heiligenetadt,^^ * 
Leipzig. could not pinpoint the exact locations and had no idea that 

supplies were stored there, 

25X1X 


SECRET 


25X1 A 






Approved For Release 2002/01/10 : CIA-RDP80-00810A001 700250001 -5 


SECRET SECURITT INFOHUYlON 


Sketch of an U/i Installation near BBERSWALDF 
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" EBERSWALD 


Meters 

0 100 200 300 


X—X Barbwire fence# 1*25 m high 
ii Stem wall# 1 m high. 


Autobahn, four lane 


from description and map study# It was believed that this 1 
installation might be within: the BTM-33UVm6$5 squatfe, -V- . . y ■ - 

„ v , 

1* Headquarters - stone bldg# number of floors nnk, approx 40 x 4° 
Topped by a spire# 

2* Quarters - 3«story stone bldg# approx 25 x 12 a. 

5* Ifesshalls - 2-atory stone bldg, spprox 15 x 15 a. Officers' mess 
was on the second floor. M mess was on the first floor. 

4* Concrete depot - partially underground# approx 50 x 10 a 

5 • football field and playground. v 


SECRET SECURITY TNECRMATICIT 


r Approved For Release 2002/01/10 : CIA-RDP80-008lt)A001 700250001 -5 






Approved For Release 2002/01/10 : CIA-RDP80-00810A001700250001-5 
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SBCHET SECURIW XOTOHtATiaN 


Enclosure A 
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He thought the caserne was located about 10 Ion. oa the 
western side of aJUNDZHBURO. 

1* General locatio n of the installation r the exaot 
dlepoeltion was unknown. believed It to be within 

an old repatriation camp. 25X1 X 

2. $*s station and mesenall — l-ajwry, stone bldg. 

No fuel pumps | gas was stored In 20-litToans. 


r 

to BRANDENBURG 
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ENCLOSURE A SECRET SECURITY IMFOKMATION 


Sketch of m tJ/l Installation near mmBWG 



(TM-R2UPC8l?^ 



^ Barbwire fence, approx 2 m hi^b. 

tWOWPM BP Concertina barbed wire* 


lebsto 


1* Four stone bldgs -3m high, 40 x l^m^There were no windows, 
only email apertures and ventilating plpeB* believed them to be 

underground structured. 25X1 X 

2* Oarage and me s shall - 1-story stone bldg. No fuel pumps t gas 
was stored In 20-lit cans. 

3. Quarters - 2-story bldg, approximately 4° x *5 m. Occupants un- 
known. 


SECRET SECURITY INEOHMATION 
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Sketch of an TT/l 


To FR ANKK3RT/ Oder 
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Meters 

0 1^0 2 00 30 0 

Barbwire fence, 2 m high 

Wooden barrier, approx 
1*5 « high, painted 
green 




1* Billets - 1-atory stone bldg s approx 20 x 10 m* 

2* Gas station - no fuel pumpei gas was stored in 2 0-1 it. cane* 

3* Three atone bldgs - approx 50 x 15 ffl» and 3 m, high* No windows, 
only small barred apertures and ventilating pipes * Believed to be under- 
ground o 

4* Four round tents with flaps, approx 15 m. in diameter, 6 nuhigh. 
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SECRET SECURITY INFORMATION 
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25X1 A 

- SECRET SECURITY INFORMATION 

Enclosure A 

Sketch of an U/i Installation near LEIPZIG (UM-?3UUBl891*) 



LEGEND 


1. Underground depot - approx 80 x 15 m, The earth mound was 
approximately on© end one ht'kf meters high* Completely covered with 
earth and grass* 

2* Quarters - 1 -story dnderblock bldgs with asphalt roofs, 35 x 8 

3* Oarage and mesehall • Gasoline storage for refueling purposes, 
dimensions unknown. 
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